EARTHEN   DAMS.
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is required to pass floods that may reach 60,000 sec.-feet, and for this purpose a spillway, 500 feet long, 13 feet deep, is placed in the center, with a timber apron, founded on stone filled cribs on the down-stream side to receive the over-pour. Wooden flash boards are arranged to be
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placed in this spillway section after the high-water season is past. The low-water flow, amounting to 3000 sec.-feet, was carried during construction by six lines of 8-foot steel pipes, about 100 feet long, embedded in concrete. The steel work was mostly erected between July and November, 1906.